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OFFICE OF RESEARCH AND DEVELOPMENT 
GENERAL NOTICE NO. 72 


8 NOV 1974 


FOIAb3b 


Effective 11 November 1974, 


is appointed Chief, Management Staff, Office of 


Research and Development. 


FOIAb3b 


~ «James V. Hirsch 
Direct6¢-6F Research and Development 
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